Ibrahim Mohamed Mohamed Abd-elaal 



Mobile : (+2) 01060185320 
whatsapp : (+2) 01060185320 

E-mail: himamohamedl991@Gmail.com 


Job Objective: 


Electrical Engineer, Seeking a dynamic, interesting and multinational work 
environment that gives opportunities for high training and development utilizing 
capabilities of employees and developing new ones. 


Personal Information: 


Nationality : Egyptian . 

Date of Birth : August 15 , 1990 . 

Address : El Mansoura 16 Tantawy st. beside EL Gesh st. 

Marital Status : Single. 

Military Status : Completed 1/3/2014. 

Driving License: Holder of a private car driving license. Valid since 2010. 
Membership Syndicate of Engineering in Daqahliyah. 

Experience and Employment Profile: 

(March 2017 till now) 

((E.C.L. ))-For E-Marketinq & Advertising . 

As Wordpress Developer. 

Location : Mansoura City. 

Responsibilities: 


Designing and implementing new features and functionality 
Establishing and guiding the website’s architecture 

Ensuring high-performance and availability, and managing all technical aspects of the 
CMS 

Helping formulate an effective, responsive design and turning it into a working theme 
and plugin. 

Skills and Qualifications: 

Good understanding of front-end technologies, including HTML5, CSS3, JavaScript, 
jQuery 

Experience building user interfaces for websites and/or web applications 
Experience designing and developing responsive design websites 
Comfortable working with debugging tools like Firebug, Chrome inspector, etc. 
Ability to understand CSS changes and their ramifications to ensure consistent style 
across platforms and browsers 

Ability to convert comprehensive layout and wireframes into working HTML pages 
Knowledge of how to mteract with Restful APIs and formats (JSON, XML) 

Strong understanding of PHP back-end development. 














(June 2016_March 2017) 

((Kahromika ))-Mechanical & Electrical Projects . 


As Technical Office Engineer. 

Location : South Helwan Power Station 3*650 MW. 

Job Description : 

Follow up all executive tasks in the project 

• Update all progress to c3 

• Make work shop drawings and as built drawings inside structure 

• Revising design drawing and make adjustment if needed 

• Make invoices for sub-contractor and main contractor 

• Lifting plan design 


(May 2015June2016) 

As HSE Engineer. 

Location: Suez Thermal Power Plant 650MW. 


Job Description : 

• Working with HSE/Safety Team, Safety Trainings Materials Preparations, 
Violation reports and Daily Weekly Reports preparation, follow up safety 
violation, safety measures, tracking lists of files/mails, Filing maintaining 
database. Preparing Weekly and Monthly Safety Reports and Audits reports 

• Daily Site Inspection and Site Safety measures reporting and observation 
reports. 

• Ensures effective implementation Health, Safety, Security and Environmental 
systems and procedures in the workplace. And ensures effective 
implementation and maintenance of HSE Management System in the 
workplace Adhere to Safety procedure and policies in accordance with safety 
management system. 

.Experience Solar energy. 

. Experience in sales and marketing 


Education: 


May 2012,1 Graduated from Misr Academy for Engineering Technology 
Bachelor of Electical Engineering . 

. Graduation project : Optical fibers . Good . 


Certifications & Courses: 

■ Web Design & Development. 

2016 

■ Osha for General Industry. 

2015 

■ Osha for Constructions. 

2015 

■ Classic Control. 

2014 

■ PLC simens step7-200,300. 

2014 


Personal Skills: 







Very attention to details. 

Ability to work in a group or individually according to the job requirements. 

Language Skills : Arabic mother language , English very good . 

Computer skills : Efficient using MS. Office applications 
and Autocad 2015&2018 .Adobe Acrobat XI 2016. 

Hobbies & Interests : Reading, computer, internet, football. 


References: Available upon request. 



